., 


Work Order ID 78333 


Monday, January 09,2012 
2:01:35 PM 
- 
-~ 


Start 
Date: 
1/5/2012 


Required 
Date: 
1112/2012 


Reference: 


Item 10: 


Revision 
10: 


Item Name: 


03891-3 


Gasket 


Start 
Qty: 
2.00 


Req'd Qty: 2.00 
*?* 
*?* 


~~~1~~*~-~PLIC~ 


Accept 
*Nq()()()4()1 
()()* 
Setup 
Start 
*NS 1* 


Stop 
*NS?* 


Cust Item 10: 


Customer: 


----.- 
-VVVv? ---.-- 
- 
Process Plan: 
--- 
Date: [d_ -£; )00 
Approvals: 


Sequence 
101 
Work Center 
10 


. Draw Nbr 


r- 
. 
: 03891 


100 


QC: 
Date: 


--- 
-- -------- - 
Operation 
Description 


Revision Nbr 


A 


Tooling: 


SPC (YIN): 


SetUpl 
Run Hours 


0_00 


Run 
Start 
*NR1 * 
Date: 


Date: 
Stop 
*NR?* 
.-. 
Tool 10 
Tool # 
Plan 
Accept 
Reject 
Reject 
Insp. 
Code 
Qty 
Qty 
Number 
Stamp 
-- 
---------,-- 


*1 ()()* 
Waterjet 


FLOW CNC Waterjet 


110 
*11 ()* 
QC 


Quality Control 


Memo 


I-Cut as per D~g 03891 
Dwg Rev:__ t\_ 


Prog Rev: 
A 


2-Deburr 
if necessary 


QC2-lnspect 
parts offmachine 
FAI/FAIB 


Memo 


0_00 


0_00 


0_00 


Work Order ID 78333 


Monday, January 09,2012 
2:01:35 PM 
Page 2 


Item 10: 
D3891-3 


Revision ID: 


Item Name: 
Gasket 


Start 
Date: 
1/5/2012 


Required 
Date: 
1/12/2012 


Reference: 


Start 
Qty: 
2.00 


Req'd 
Qty: 2.00 
*?* 
*?* 


Accept 
*NQ00040100* 


Cust Item ID: 


Customer: 


Setup 
Start 
*N S 1* 


Stop 
*NS?* 


Approvals: 
Process Plan: 


QC: 


Date: 


Date: 


Tooling: 


SPC (YIN): 


Date: 


Date: . 


Run 
Start 


Stop 
*NR1 * 
*NR?* 


@---- 


- 
Sequence 
IDI 
Work Center 
ID 


120 
*1 ?O* 
QC 


Quality Control 


130 
*1 ~O* 
Packaging 


Packaging 


Operation 
Description 


QC8- Inspect parts - second check 


Memo 


Identify as per dwg & Stock 
Location: __ 


Memo 


Set Upl 
Tool 10 
Run Hours 


0.00 


000 Scztvllu( 


0.00 


0.00 


Tool # 
Plan 
Code 
Accept 
Qty 


---- 
Reject 
Qty 
Reject 
Number 


-- 
Insp. 
Stamp 


140 
*1.dO* 
QC 


Quality Control 


QC21- Final Inspection 
- Work Order Release 


Memo 


0.00 


000 


, --- 
Pieklist Print 


Monday, JanuGI}' 09,2012 
2:01:34 PM 


Work Order 
10: 
78333 


Page 1 


~ 


Parent 
Item: 
03891-3 


Parent 
ltem.Name: 
Gasket 


Start 
Date: 
1/5/2012 


Start 
Qty: 2.00 


Required 
Date: 
1/12/2012 


Required 
Qty: 2.00 


Comments: 
IPP Rev:A 
09.02.04 
new issue 
EC 
verifyed by:JLM 


Status 
Date 
Issued 
Qty 
Issued 


3.704 


Qty per Kit 
Total 
Qty 


Qtyon 
Hand 


455.0000 


Loc Code 


Unit of 
Measure 


sf 


Bin 
Primary 
Last 
Route 
Item 
Location 
Location 
Seq 10 


No 
100 


Location 
!&£..Q!r 


MAT052 
455 


114937 
455 


Mfg/ 
Purch 


"._,.f 
• 


Component 
Item 101 
Item Name 
Replacement 
Ite!Jl ID 
. (,.,--'j,...- 
1\14111NS.125. 
Purchased 


4111 Black Neoprene/EP-DM/~BR 
Blend Sheet 0.125" 
."...'.....>.;: 


4 
3 
2 


D 


c 


21.0 


I 


25.4 


----j~ 0.125 


II 
REF 
D 


c 


RO.50 
TYP 


03891.3 
GASKET 
R~D 


2 


COPYRIGHT ~ 2009 BY DART AEROSPACE 
l TO 
lK5OOQ.11olD1TIiIPIl"'ATlAHCCO'FOE.'ffiAl~lS 
EllO'<T>EElCI'll[S$CONllIT'JOOllll.OTrrlS 


NOTTOB£USEDFO'l"""~OROCIPC)OAoc:u.r.NlCAI[OTO'H'IOnelPER$QN"'1lHOU'T 


~Pf'.Ilt,tSSO<fJlOOoOOolRT~.CE.TD 


A 


REV. A 


SHEET50F6 


SCALE 


NTS 


DART AEROSPACE 
LTD 


HAWKESBURY, 
ONTARIO, 
CANADA 


DRAWING 
NO. 
03891 


TlTLE 
PANEL, FWD 


DESIGN 


DRAWN 


CHECKED 


MFG.APPR. 


APPROVED 


DE APPR. 


DATE 
09.05.01 


3 
5 
8 


NOTES: 
1) MATERIAL: NEOPRENE FOAM SHEET, 0.125 THICK 
(REF DART SPEC. M4111N-S.125) 
2) FINISH: NONE 
3) TOLERANCES: PER DART OSI 018 UNLESS OTHERWISE NOTED 
4! UNITS: INCHES UNLESS OTHERWISE NOTED 
5 BREAK SHARP EDGES: NONE 
6 IDENTIFICATION: NONE 
7 WEIGHT: 0.21 Ibs 


A 


DART AEROSPACE 
LTD 
Work Order: 
~ J O~? 


Description: 
Gasket 
Part Number: 
03891-3 


Inspection Dwg: 03891 
Rev: A 
Page 1 of 1 


FIRST ARTICLE INSPECTION CHECKLIST 
o First Article 
D Prototype 


Drawing 
Actual 
Method of 
Tolerance 
Accept 
Reject 
Comments 
Dimension 
Dimension 
Inspection 


21.0 
+/-0.100 
:'), 
1""\ 
b- 
rr 
25.4 
+/-0.100 
~~ ,'-t 
~ 
IT 
0.125 
+/-0.010 
,\a ( 
~ 
v 


.. 


_._ .. 


.. 
'. 


- 


... 


. 
" . 


r 
"- 


Measured by: 
\~ 
Audited by: 
~ 
Prototype Approval: 
N/A 
Date: 
11-(-c, 
Date: 
r7/ 
DC /0 i 
Date: 
N/A 
• 


H:\FORMS\Quality 
Assurance\approved 
QA\FAI 
revD 


